Android Magic DOSBOX ..83 (on Chromebook)
German and French Keyboard Layout!!!


SETTINGS:

Drive C:\
/storage/emulated/0/Download/DOSBOX_Chrome

Memory
	64MB
CPU
	auto
Perfomance
	cycles: max
Sound
	Soundblaster 16
GUS
	enable
	C:\ULTRASND
XMS EMS UMS 
	on on on
CD ROM
Enable
F: CD

Main program
/autoexec.bat

Expert commands
not important all works fine on my Chromebook


